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Location s Snap-Action Multiple Temperature , 
WO. ceccvesbcongn us dea kbon on Nov.—52 
Low Side Check DEIR LE TOE, CORNER Ee hg Aug.— 9 
Magnetic or Solenoid Valve............. Aug.—48 
Marshalltown Siamese Gauge Set........ Nov.—35 
Methods of Charging Refrigerating Machines. 
pats eed ed dd pee ecbnds Dec.—26, 27, 28 
Mills Compressors. <0. -- 02 -+1.+. 0.35 -May- -20 
Novelty Co. Representatives, Group _— 
Dio ahidinn de oth oeke eb ebwan® —50 
Milk Cooler with Expansion Coil, Copeland. % 
bd cawawne cNpalels oh-abnr be saat ee —16 
Cooling Cabinet, Copeland............. Feb.—17 


Installation, Diagram of Equipment. .Oct.—10 

Motor and Compressor Assembly, Grunow. June—15 
Connections on Semi-Hermetic Parts, Gibson 

GE. Vn ccéenseep ee sonvsesos Apr.—27 

Mueller Brass Testing Set.............. Nov.—33 

Multiple Apartment Installation, a" Jan.— 9 

Installation Valve Diagram, Copeland... Jan.—10 


N 


New Hi-Side Float, Cross Section of..... Mar.—34 


O 


Oil Dielectric Strength, Relation of, to Mois- 


BORE Serre Mar.—11 
Trap, Installation of................. Aug.—37 
i a, Me. once as bens capa ae Dec.—11 
Ontario Chapter, Group Photo........... Nov.—24 
Deeriens TWvaporeet . 6... sc cs tccoscedcss Feb.—35 
Penn Pressure Control with Safety 
EE ret Mar.—16 
Performance Chart, Snap-Action Multiple Tem- 
perature WANOUE. cab. ok. cece Nov.—52 
Piston Compressor Block................ Aue —11 


Plumbing Circuit and Electrical Circuit. ‘Dee.—10 
Pocket Size Kit of Sockets and Ratchet. .Sept.—24 
Portraits: 


A Mis 60 se anos de nipa¥phecesan +s mee 
Brothers, Jack ........0¢.ee00+00++.-Mar.—46 
Brunton, Claude A......... Mar.—44; Nov.— 8 
Busc' opt, ML SP RRS PR a eet ar ee Nov.— 9 
Clark, ae ES eS 

ME ne ME Sdebche6. ohne abe 0s 8 0b 0 Nov.— 8 
SIN MME NUS oss 5 Oo sc 0ceucded< ccna May—40 
penne, James ear re Feb.—34 
bee Valles cKewesssivewe’aceway Nov.— 8 
eg eee CR ears & Dec.—48 
SU ND a DSS oN Wyn ind daw. ow bs aoe ee May—40 
acobsen, Paul ............Mar.—40; Nov.— 8 

itner, S. rx kd Kenan ehh ew Oe Rew eeee Nov.— 9 
MN Hn PO 6. ik ce deadd Onecdiede Nov.— 8 
Ra a Re pa Nov.— 9 


SERVICE ENGINEER 






McDowell, + ei chbatacotaes ¢enaeree Mar.—46 
Se A Rp eeerrerr re tr Nov.— 8 
Pleskott, en A be ssn -o- sab WEE ORR E PRET Nov.— 9 
SR RR enti gs chad © Apr.—46 
Schuster, ae Pye Re Te ov.— 
Shultz, yoorm é. 5 aii dota ace lel May—28 
Toussaint, Chas. F ta pee = Nov.—50 
Vetz. George L..... ...Feb.—35 
Weidlein, Se ee a a ak Siak anata w wee wnded Mar.—46 
Position of Cylinder for Treatment....... — ~31 
Power and My ey Loss Equations....... ec.—12 
Equations for Determining............ Dec.—i2 
Psychrometric Calculator .............++ Oct.—60 
Refrigeration Tool Set..........-..-006+ Dec.—35 
Rotary Seal Seat..........-s.0+0++2++--Apr.—35 
Rotor Assembly, Fairbanks-Morse Refrigera- 
BF eth sivndébseviewevsuedgee ept.—29 
St. Louis Chapter Annual Picnic.......... Oct.— 39 
Semi-Hermetic Unit Assembly, Gibson Elec- 
GEIS Sods mewds ct Nedcccbovessere Apr.—25 
Compressor Parts, Gibson Electric...... Apr.—26 


Service Order Forms. May—48, 49, 52; Nov.—25, 26 


Valve, Fairbanks-Morse Refrigerator... ..July—17 
Side View of Frame, Hermetic Unit..... "Aug.—14 
Single Strand Type Belt.............+... Nov.—39 
Slo-Cycle Twin Stewart Warner......... Feb.—12 


Switch Hook-Ups, G. E. Hermetic Units. July—9, 10 


a er ee re Aug.—53 
Temperature Chart, Methyl Chloride...... Mar.— 6 
Control and Light Switch Assembly, oot 
banks-Morse Refrigerator ......§ Sept.—34 
Relations, DiMGTAM 26. scccccccccvdse Sept.—39 
Temprite Water Cooler Hook-up with Finned 
BO I aids Senses cxvitosea July—26 
Test Cap. ms Low Side Valve........... Aug.—14 
Cord, Frigidaire Sealed Unit.......... Sept.—17 
Thermostat, SN 5 vata bingo tbaeeo an June—18 
Tool Seat, Using the, Fairbanks-Morse Refrig- 
CUNT 4c cen ks 0. 00.0:006 g0-45 048 08s Aug.—28 
Top View of Frame, Hermetic Unit ..... Aug.—13 
be i Re Dec.—19 
Vacuum Cold Plate .............. May—15, 16, 17 
Valve Data for Hermetic Units........... uly—23 
PE WE eve ks 0 Uva hd pa scketapee ov.— 33 
Vibration Absorbers .............-+.-00. ict.— 31 
Viscosity Tomperstere Chart, Methyl Ciloride. 
5 ahihipalndhicg & snp a-des on kins ati —10 
Votenay: CRM 6.6 oe ivccvoacseces Feb.—6, a. 8,9 
Water ge Valve, Copeland...... Jan.— 7 
VO COE Mio Oo ano 40 00 640 4 b00-b.see Aug.—45 
Weatherhead PTest Sa atte as hema bichige Nov.—32 
Welded Base Assembly, Cut-away of..... Aug.—- 8 
Westinghouse Hermetic Commercial Unit. .Jan.—36 
be) m5 Connections for Grunow ......... une—19 
Di arom, 5 Fairbanks- Morse Refrigerator. } —13 
ES eee Ine Apr.—17 
Wrenches, Box, TU Type, Valve Stem Nut. 
bad i eV'e PPh aOTTEENC oD ST ES Sept. —25 
Youngstown Chapter, Group Photo....... Nov.—22 


December, 1936 











